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SKULE™  (AND  THE  REST  OF  US)  BEATS  CF! 


A 

6 


V*  . 


Kathleen  Swistara 
NURS  9T4 

On  T ues.  Sept.  7 the  engineering  Flrosh 
and  Flrosh  patrol  stood  on  front  campus  to 
take  the  annual  Flrosh  picture  for  the  year- 
book. It  was  a great  sight  to  see  "Skule™ 
Beats  CF"  sprawled  across  front  campus. 
It  was  an  even  greater  sight  when  the  co- 
ordinators of  Shinerama  saw  it. 

Vet,  that  was  simply  the  beginning  of  the 
University  of  Toronto  Shinerama  cam- 
paign. On  Wed.  Sept.  8th,  UC,  Vic,  St. 
Mike's,  Nursing,  Rehab,  Trin,  and  of  course 
the  Engineers  piled  into  Con  Hall  for  one  of 
the  loudest  pep  rally's  of  all  time.  When  the 
video  from  the  Canadian  Cystic  Fibrosis 
Foundation  was  played  you  could  literally 
hear  a pin  drop.  When  7 year  old  Gregory, 
a boy  who  has  struggled  his  whole  life  with 
CF,  received  a thunderous  standing  ova- 
tion from  the  crowd  it  was  enough  to  bring 
tears  to  your  eyes.  Still,  after  all  of  the 
screaming  and  the  yelling  there  was  still 
work  to  be  done. 

The  students  canvassed  in  the  streets 
of  Toronto  and  raised  money  to  the  tune  of 
$15,000.00.  There  were  certain  people 
who  deserve  mention  of  their  fundraising 
efforts.  The  following  5 people  raised 
enough  money  to  be  considered  Top 
Shiner’s.  Aaron  Good,  from  UC  raised 
$210.47  and  earned  himself  a Via  Rail 
ticket  to  Montreal.  Jess  Chute,  also  from 
UC,  raised  $160.57  and  receives  a jacket 
from  Labatt  Canada.  Then  come  the  engi- 
neers, who  captured  third,  fourth,  and  fifth 
spots.  Gail  Tennant  and  Martin  Batelaan 
each  won  jackets  from  UniRoyal  Canada 
by  earning  $152.60  and  $106.00  respec- 
tively. Fifth  prize,  a jacket  from  Export 
Leather,  went  to  Pete  Maiopakis  who 
earned  $96.34  towards  the  cause. 

The  fun  did  not  end  there  however.  On 
Fri.  Sept.  1 0th  the  Shinerama  bed  race  was 
held.  Even  with  the  rain,  freezing  cold,  and 
broken  beds  the  contestants  had  a great 
time.  After  delays  for  TV  coverage  stalled 
the  final  heat  for  20  min.  Knox  College  and 
the  Electrical-Computer  Engineering  club 
took  off  down  St.  George  St.  In  the  end  the 
ECE  was  victorious. 

Shannon  O’Connell,  Maria  Bruno,  and 
Kathleen  Swistara,  the  Co-ordinators  of 
this  years  Shinerama  campaign,  would  like 
to  thank  their  committee,  the  Engineering 
Society,  the  sponsors,  and  all  of  the  partici- 
pants for  their  help  in  the  continuing  fight  to 
find  a cure  for  Cystic  Fibrosis. 
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TOIKE  OIKE 


ENGINEERS  CLEANUP  IN  A BIG  WAY 


The  Lady  Godiva  Memorial  BNAD 
was  there  in  fine  form,  much  to  the 
delight  of  Brona  Brown  and  the  City  TV 
News,  and  despite  their  ever-increas- 
ing problem  of  blood  in  the  alcohol 
system,  we  were  able  to  give  some 
perky,  intelligible  interviews.  Then  it 
was  back  to  our  hallowed  halls  for  well- 
deserved  sustenance  (pizza)  and  BEv- 
ERage  (oh  my!  ed.)  coupons. 

The  Engineering  Society  is  proud  to 
be  the  first  group  to  adopt  a highway  in 
the  Metro  Toronto  area,  and  we  cer- 
tainly challenge  any  other  faculty  or 
college  to  equal  our  commitment  to  a 
cleaner  roadway.  There  will  soon  be  a 
sign  erected  along  the  highway  to  at- 
test to  the  Engineers’  hard  work.  So 
watch  for  posters  advertising  our  next 


road  trip,  and  plan  to  be  part  of  the 
road-crew. 

Many  thanks  to  the  following  Skule 
types  who,  despite  the  overwhelming 
electromagnetic  pull  of  their  warm  Sat- 
urday beds,  showed  true  Engineering 
Spirit  and  rallied  for  the  cause: 

Ed  Vujnovic,  Adriana  leraci,  David 
Frank,  Boris  Kuschel,  Jim  Laughlin, 
Karen  Lev,  Ken  Gower,  Bogdan 
Osadet,  Alex  Hatzivassilis,  Joel  Alo, 
Rowan  Wilson,  Alex  Paradi,  Kathleen 
Swistara,  Wince  Borghese,  Shannon 
O’Connell,  Walter  Stoddard,  Dave 
Rice,  Karen  Bahrami,  Nick  itsou, 
Ashok  Soni,  Jeremy  Taylor,  Dennis 
Courneyea,  and  to  Stuart  Lindsay, 


By  Sylvia  Squair,  Chem  9T6 


Saturday,  September  11th  saw  a 
hearty  troop  of  U of  T Engineers  hit  the 
road  in  a big  way.  The  Engineering 
Society  has  adopted  a stretch  of  High- 
way 27  next  to  the  Woodbine  Centre, 
and  has  agreed  to  keep  the  roadside 
clear  of  garbage  for  the  period  of  one 
year.  This  involves  approximately  3 
road  trips,  in  Summer,  Fall  and  Spring 
- and  gives  U of  t Engineers  much 
glory,  prestige,  and  recognition.  O.K., 
much  recognition.  But  it  is  much,  much 
needed  recognition,  as  we  promote 
Skuke  and  Skule  Spirit  in  the  commu- 
nity at  large.,  and  show  the  hard-work- 
ing, fun-loving  individuals  that  we  are. 


Tanya  Murua,  and  David  Fernandes 
for  bringing  modes  of  transportation. 


Thanks  for  coming  out,  folks! 
Sylvia  Squair 
Chief  Bag-Lady 


CLUB  NEWS!  CLUB  NEWS!  CLUB  NEWS!!! 


Electrical  and  Computer  Clubs 

-Eddy  Lovrek  ELEC  9T3+P 
-Sam  Herzallah  ELEC  9T3+P 
-Alex  Grbic  COMP  9T4 

Greetings  from  the  Electrical  and 
Computer  Engineering  clubs.  Yes, 
these  are  the  very  same  clubs  which 
produced  the  ECE  crew  that  won  this 
year's  Shinerama  bedrace.  Engineer- 
ing teams  rarely  do  well  in  this  race  but 
we  were  able  to  leave  the  competiiton 
behind  thanks  to  the  skillful  work  of 
master  bed-designer  Steve  Caranci.  To 
recognize  their  fine  performance  in  the 
race,  the  clubs'  1st  smoker  of  the  year 
was  declared  a victroy  party  for  the 
ECE  crew.  Incidentally,  this  smoker 
was  a smashing  success.  The  clubs 
also  recently  sent  an  ECE  crew  team 


to  the  annual  co-ed  flag  football  tourna- 
ment in  McGill.  Although  we  didn’t  do 
so  well  in  the  actual  tournament  (OK  we 
were  beaten  every  game)  we  certainly 
pulled  our  weight  in  the  Montreal  night- 
life. Getting  on  to  other  club  events 
there  is  a student-staff  golf  tournament 
set  for  Saturday,  Oct.  2.  Our  most  im- 
poratnt  event,  the  annual  awards  din- 
ner/dance, is  comung  up  on  Saturday, 
Nov.  13.  In  between  and  for  the  rest  of 
the  year  we  have  a squash  ladder  and 
pick-up  volleyball  on  a regular  basis. 
We  also  have  some  road  trips  planned 
for  this  year.  Come  on  out  all  you  elecs 
and  comps  (others  are  welcome  too) 
and  especially  you  first  years.  When 
you  get  to  know  us  you’ll  find  out  that 
we  just  want  you  (and  us  ) to  have  fun. 
You  might  also  find  out  that  we  do 
serious  stufff  as  well  but  don’t  tell  any- 
one about  this. 


Professional  Experience  Year 


Information 

Seminar 


Thursday  October  7th 
12-2  p.m. 
Sandford  Fleming 
Building 
Room  SF1105 


Eng  Sci  Club  Activities 

For  the  n,h  consecutive  year,  the 
well-oiled  Eng  Sci  Club  Machine  is 
busy  organizing  and  running  events  for 
the  Eng  Sci  undergrads.  Our  first 
smoker  was  great  (about  1 9,000  pizzas 
were  consumed  --  we  think  — and  we 
lost  count  of  the  beer  after  the  thirty- 
third  case),  and  many  more  are 
planned.  The  next  one  will  be  on  Octo- 
ber 7th!  All  departments  are  welcome! 
Oh,  yeah,  there's  going  to  be  a joint 
smoker  (roil  your  own)  with  Chem  in  the 
very  near  future! 

The  FABULOUS  Eng  Sci  dinner 
dance  will  be  held  on  November  1 3th  at 
the  Old  Mill,  and  should  be  a sell-out 
like  last  year! 

The  defending  champion  Eng  Sci 
Charioteers  are  currently  plugging 
away  at  AutoCAD,  designing  this  year's 
sure-to-be-victorious  chariot! 


Chem  Club  Activities 

CSChE  Canadian  Society  of 
Chemical  Engineering  conference  iis  in 
Ottawa  on  October  3 - 6.  A delegation 
of  14  Chems  from  1st  to  4th  year  are 
attending. 

Thursday,  October  14  is  the  OK- 
TOBERFEST  SMOKER  in  the  Chem 
common  room,  WB  238. 

October  1 8th  till  the  24th  is  National 
Chemistry  Week.  During  this  week,  lo- 
cal high  schools  will  be  growing  crys- 
tals, and  these  crystals  will  be  judged 
by  members  of  the  Chemical  Institute 
of  Canada  on  October  22nd  for  their 
size  and  quality  at  the  Ontario  Science 
Centre.  There  is  also  a CFIEM  magic 
show  that  evening,  so  come  on  out!  It’s 
free!! 

Be  sure  to  attend  the  HALLOWE'EN 
SMOKER  on  October  29th! 

The  annual  Chem  Club  Dinner  is 
happening  on  Friday,  November  26th 
at  6:00  at  the  Primrose  Hotel.  Tickets 
are  only  $25.00,  so  plan  to  attend! 


Cocktails  at  6:00 
Dinner  at  7:00 


The  Engineering  Science  Club  Presents 
the  N"'  Annual... 


Dinner  Dance 


Buy  your  tickets  now!!! 


Saturday,  November  13,  1993 
Old  Mill 
Brule  Room  A 

Semi-formal  Dress 
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Notice  of  Makeup 
Meeting! 


Thursday,  October  21,  1993. 
5:00  pm 
IN  ENG  SOC 

BEvERages  and  'Za  will  be  served 


EXCHANGE  STUDENTS  RETURN  FROM  FRANCE 


ATTENTION 

GRADS 

If  you  missed  the 
PHOTOGRAPHER 
last  week  and  failed 
to  get  your  GRAD 
PHOTO  taken, 


After  Spending  the  past  year  at  the  Faculty,  five  stu- 
dents will  return  this  summer  to  France. 

Selected  from  the  senior  undergraduate  class  at  the 
Instituit  National  Polytechnique  de  Grenoble,  (INPG),  the 
students  were  participants  in  an  exchange  program  in- 
volving the  Faculty,  INPG,  and  the  University  of  Toronto’s 
Department  of  Computer  Science. 

"The  program  works  extremely  well,"  remarks  Nicola 
Woods,  Liason  Officer  in  the  Department  of  Electrical  and 
Computer  Engineering,  where  four  of  the  students  - 
Durand  Eng,  Padovani  and  Atic  - took  Masters-level 
courses.  "They  really  enjoyed  it.  I'd  like  to  see  the  program 
grow.  It’s  a tremendous  experience." 

The  fifth  exchange  student,  David  de  Almeida,  is  a 
tremendous  person,  according  to  the  department's 


EXCHANGE  NOTICE! 


The  Faculty  has  recently  embarked 
on  an  exchange  program  with  the  Insti- 
tut  National  Polytechnique  de  Grenoble 
(France).  The  program  is  open  to  all 
undergraduate  students  who  would  like 
to  spend  one  academic  year  studying 
in  Grenoble  (preferably  their  third).  Flu- 
ency in  French  and  good  academic 
standing  are  requirements  for  the  pro- 
gram. 

An  information  session  will  be  held 
on  Tuesday,  October  6th,  in  GB202, 


OKTOBERFEST! 


i KITCHENER-WATERLOO 

OKTOBERFEST 


Date:  Friday,  October  15,  1993. 

Place:  Bingeman  Park,  Waterloo 
$$$$$:  $15.00,  includes  bus,  ticket  and 
OKTOBERFEST  mug! 

Drop  into  SUDS  starting  3:00pm  for 
warmup,  and  bus  will  leave  at 
approximately  6:00pm. 


TOP  10  REASONS  TO  GET 
INVOLVED  WITH  THE 

:i 


.0.  It's  the  10th  onnlversory  and  this  Is  the 
10th  Item  on  a top  10  list. 

9.  Buy  a BNAD  album. 


6.  Our  ratio  ot  guvs  and  girls  Is  equal  to  that 
of  Chem. 

5.  You  can  be  a fan  for  Germain  (Handbook 
Editor,  Eng  Com  Chair,  CEC  Director  of 
Publications.  Skule  Daze  9T4  Chair,  etc,) 

4.  Join  the  Skule  Daze  9T4  Committee 
3.  We  can  train  you  In  the  fine  art  of  being 
a knob  and  make  you  a legend. 

2.  Our  office  is  air  conditioned. 

1.  it's  Just  plain  fun. 


SHIN6RAMR 

PARTY  WITH  TH6  MAP16  L6AFS 
CHARITY  DINNER 

Sundoy.  October  23.  1 993 
ot  Gotsby  s Restaurant 
Tickets:  $75.00 

fill  Proceeds  go  to  Cystic  Fibrosis 
Contact  Shonnon,  Moilo.  or  Kathleen  In  Cng  Soc  for  detolls 


(Standing  from  I.  to  r.)  Soinaly  Ung  (Eire.),  David  De  Almeida  (Ind.).  Francois- 
Xavier  Zgainski  (Elec.),  Nicole  Ranger  (Mech.)  going  to  France  on  exchange, 
Vcronique  Durand  (Elec.),  and  Franck  Padovani  (Elec.).  (Silting,  from  I.  to  r.) 
Pierre  Atic  (Elec.),  and  Juclle  Dennie  (Eng.  Sci.),  relumed  from  France 

Graduate  Secretary  Norma  Dotto.  "He 
did  well  academically,  his  English  im- 
proved, and  he  was  a joy  to  have 
around." 

Meanwhile,  under  the  same  pro- 
gram, undergraduate  Joelle  Dennie  re- 
turns to  the  Faculty  after  spending  a 
year  at  INPG  and  will  graduate  with 
honours. 

For  more  information,  contact  Joyce 
Murray  (978-3135). 


from  12-1  pm.  Representatives  from 
INPG  will  be  on  hand  to  answer  ques- 
tions.Refreshments  will  be  served. 

For  more  information  please  see  Ni- 
cola Woods  in  SF1022. 


The  following  was  clipped  from  the  Toronto  Star,  September  13,  1993. 

(Thanks,  Adirana  - ed.) 

Responses  wili  be  published  next  month... 

Engineers  really  are  different, 
spouses  say 

Dear  Ann:  This  letter,  my  first  ever 
to  a columnist,  was  sparked  by  your 
column  about  the  engineer’s  wife  who 
asked,  " Are  engineers  really  differ- 
ent?" The  answer  is  absolutely! 

My  father  was  an  engineer.  My 
three  brothers  and  four  uncles  are  en- 
gineers. 

Engineers  are  a different  breed. 

They  are  precise,  logical  and  great  at 
problem-solving,  but  they  know  very 
little  about  human  interaction. 

My  engineer  husband  makes  a fine 
living,  but  when  it  comes  to  expressing 
emotions  on  a scale  of  10,  he’s  about 
a 4. 

-A  Wife 

Dear  Wife:  I’ve  been  swamped 
with  letters  from  wives,  daughters, 
husbands,  mothers  and  sisters  of  en- 
gineers. 

They've  given  me  a real  education: 

Read  on: 

From  Tuscon,  Ariz.: 

Engineers  are  different.  My  engi- 
neer husband  tells  me  when  my  skirt 
is  an  1/8  of  an  inch  too  shorter  in  the 
back.  If  the  tile  floor  in  the  bathroom 
looks  uneven,  he  gets  out  a tape 
measure  for  "proof."  A crooked  win- 
dow shade  must  be  adjusted  at  once. 

If,  however,  I am  crawling  around  the 
house  with  a killer  migraine,  he  doesn’t 
notice. 

Santa  Barbara:  My  husband,  the 
engineer,  has  no  tolerance  for  the  gray 
areas  of  life.  He  sees  everything  in 
absolutes.  It’s  black  or  white,  right  or 
wrong,  yes  or  no.  Never  a maybe.  H 
feels  no  joy  but  he’s  never  depressed 
either.  Everything  must  be  in  perfect 
order,  or  there  is  hell  to  pay.  It  is  not 
easy  to  live  with  such  a man. 

Chicago:  My  wife  is  n engineer. 

She  is  precise,  analytical  and  definite 
in  her  views,  and  she  always  thinks 
before  she  speaks.  She’s  as  cold  as 
ice  and  so  sure  of  herself  she  makes 
me  sick.  My  next  wife  will  probably  be 


an  empty-headed,  bubbly  moron,  and 
it  will  probably  be  a relief. 

Carbondale,  III.:  You’re  darned 
right  engineers  are  different.  I am  still 
happily  married  to  mine  after  35  years. 
They  tend  to  look  before  they  leap  and 
have  stable  marriages.  By  nature,  they 
are  problem-solvers,  sensitive  and 
caring.  The  woman  who  wrote  to  com- 
plain ended  up  with  the  wrong  man  not 
the  wrong  profession. 

No  City,  Please:  Thirty  years  ago, 
I married  an  engineer.  Our  marriage 
was  an  emotional  wasteland.  He 
would  have  been  a better  father  if  our 
children  had  been  robots.  Engineers 
can  figure  out  everything  except  how 
to  be  human  and  caring. 

Durham,  N.C.:  My  husband  is  an 
optician  and  hates  waiting  on  engi- 
neers. They  tell  him  how  many  half 
millimetres  their  lenses  are  off  jut  by 
looking  at  them  and  they  demand  a 
remake. 

St.  Paul:  I’m  an  interior  designer  by 
profession.  Engineers  are  different. 
When  I get  a client  who  takes  two 
months  to  buy  a piece  of  carpet  be- 
cause he  has  to  research  how  it  was 
made  and  figure  out  how  long  it  will 
last,  I know  he’s  an  engineer.  The 
world  needs  perfectionists  but  engi- 
neers are  murder  to  work  with. 

Indiannapolis:  My  engineer  hus- 
band doesn’t  send  me  flowers.  In  fact, 
some  days,  we  don't  even  have  a de- 
cent conversation,  but  I'll  take  this 
nerdy  looking  guy  with  his  assortment 
of  pens  and  eyeglass  cases  in  his  shirt 
pocket,  his  dull  tie  and  wrinkled  trou- 
sers, over  any  of  the  man  I've  ever 
known.  He  is  loyal,  decent,  depend- 
able and  real.  He'll  never  cheat  or  lie 
to  me.  That’s  worth  a lot  these  days. 
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CBS  OUT! 


Has  anyone  been  to  the  Han- 
gaR  lately?  If  you  have,  you 
would  have  noticed  that  it  had 
switched  temporarily  to  dry  only 
operation.  So  that  means  that  if 
you  want  to  wind  down  after  a long 
day  of  being  late  for  your  classes, 
and  chasing  your  TAs,  you  can’t 
even  get  a cold  beer  anymore. 
This  is  due  to  a spat  that  SAC  has 
with  the  University's  liquor  license 
holder,  Campus  Beverage  Serv- 
ice (CBS). 

SAC  claims  that  because  of 
the  new  liquor  license  regulations, 
SAC  can  no  longer  operate  the 
HangaR  lawfully.  According  to  the 
new  liquor  license  laws  "no  person 
shall  keep  for  sale,  offer  for  sale  or 
sell  liquor  or  deliver  liquor  for  a fee 
under  the  authority  of  the  license 
unless  the  license  is  transferred 
by  the  board  in  accordance  with 
this  (LLBO  laws)  act  and  the  regu- 
lations." 

Campus  Beverage  Service 
was  formed  in  1975  when  the 
LLBO  ruled  that  student  organiza- 
tions could  no  longer  hold  their 
own  licenses.  These  licenses 
were  passed  to  the  administra- 
tion, who  in  turn,  formed  CBS.  The 
University  then  became  one  huge 
licensed  site,  administered  by 
CBS.  The  convenience  potential 
to  this  plan  was  enormous.  This 
would  mean  that  you  could  hold  a 
licensed  event  in  any  room  within 
the  university,  provided  that  it  was 
staffed  by  responsible  personnel, 
and  that  CBS  knew  of  the  event 
beforehand.  CBS  even  became 
the  liquor  distributor  on  campus, 
and  would  deliver  any  needed  al- 
cohol for  each  event,  and  would 
buy  back  any  unsold  alcohol. 


Then  CBS  grew.  And  qrew, 
and  it  enforced  its  monopoly  with 
an  iron  hand,  crushing  every  stu- 
dent run  pub  into  submission.  St. 
Mike’s  pub,  by  the  way,  is  not  af- 
fected by  CBS,  because  it  did  not 
choose  to  come  under  the  CBS 
umbrella  in  '75. 

CBS  also  provides  server 
training  for  anyone  who  wishes  to 
work  in  a student  pub.  (And  you 
can’t  run  an  event  without  certified 
personnel).  Their  current  fees  are 
$50  for  manager  training,  $25  for 
staff  training  and  $10  for  recertifi- 
cation. 

Today  CBS  is  in  a bad  spot 
indeed. 

To  deliver  alcohol  to  your  stu- 
dent event,  it  charges  a markup  of 
48%  on  beer  and  100%  on  liquor. 
This  is  illegal  under  the  new  liquor 
license  regulations.  The  fact  that 
they  provide  server  training  to  the 
people  they  sell  the  liquor  to  puts 
them  in  an  awkward  conflict  of 
interest  situation. 

Back  to  the  SAC  problem.  In 
1983,  SAC  spent  $100,000  to 
renovate  the  Sidney  Smith  lounge 
where  the  HangaR  now  resides. 
They  also  pay  rent  to  CBS  for  use 
of  the  site  during  the  evenings. 
They  also  have  to  pay  full  and  part 
time  staff,  as  well  as  paying  a 48% 
markup  on  beer  and  a 100% 
markup  on  liquor.  How  they  sur- 
vived this  far  is  a mystery.  Also, 
the  HangaR  has  been  operating 
on  a deficit  since  '89/’90  and  has 
accumulated  a $61,000  deficit 
since  that  time. 

CBS  on  the  other  hand  has 
profited  approximately  $11,000 
from  student  events  for  their  one 
year  period  ending  July,  1 993,  but 


posted  a loss  of  $22,000  from  fac- 
ulty/staff and  conference  events 
for  the  same  period,  roughly. 

What  this  tells  me  is  that  CBS 
is  a terribly  inefficient  body.  It  also 
tells  me  that  CBS  is  most  likely 
gouging  student  events  in  order  to 
subsidize  faculty  events.  This 
data,  combined  with  the  fact  that 
they  are  in  a conflict  of  interest 
with  server  training,  and  illegally 
marking  up  booze  to  the  student 
pubs  tells  this  editor  that  they 
should  be  shut  down  immediately, 
and  all  liquor  licenses  on  campus 
should  be  transferred  to  the  re- 
spective student  societies. 

SUDS  is  not  immune  to  this 
gouging.  All  SUDS  staff  and  man- 
agers must  take  the  CBS  admin- 
istered server  training  program, 
even  though  they  could  be  taking 
the  Server  Intervention  Pro- 
gramme provided  by  the  Addiction 
Research  Foundation  (which,  by 
the  way  is  approved  by  the  LLBO) 
and  is  much  cheaper.  SUDS  also 
pays  the  markups  imposed  by 
CBS  and  last  year  lost  $5000. 

Soon,  SUDS  too  will  be  forced 
to  close  down  (and  they  should, 
too,  because  according  to  SAC, 
SUDS  is  also  operating  illegally). 

But  even  putting  all  the  legal 
crap  aside,  administration  should 
disband  CBS  as  soon  as  possible, 
because  in  these  recessionary, 
underfunded  times  of  social  con- 
tract legislation,  the  university 
cannot  afford  to  lose  any  money  at 
all,  much  less  the  amounts  that 
they  are  already  losing  with  CBS 
in  place. 


ATTENTION  CLUBS! 

If  you  wish  to  publicize  your  upcoming  events,  or  wish  to  mention  anything  at 
all,  then  submit  your  entries  of  200  words  or  less  to  the  TOIKE  OIKE  mailbox  in 
the  Enginering  Society,  Sandford  Fleming  Building,  room  B-670.  Let  everyone 
know  what  you  are  doing! 
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TEMPORARY  SPECIAL  LEVY 


Dear  Students, 

The  Engineering  Society  has  pro- 
vided the  following  information  for  you 
with  regard  to  the  Levy  Fund.  This 
Levy,  which  you  pay  every  year,  is  of 
the  sum  of  $100.00.  In  1992  during  the 
Engineering  Society  elections,  a refer- 
endum was  held  with  regard  to  the 
continuation  of  the  Levy  for  a period  of 
two  years.  The  question  passed,  and 
as  a result,  the  Levy  was  added  to  your 
tuition  costs  for  92-93  and  to  this  year’s 
tuition.  Similar  referendum  questions 
have  been  asked  since  1988,  and  all 
have  passed.  This  money  is  very  im- 
portant to  the  various  departments,  as 
it  is  used  to  upgrade  lab  and  computer 
facilities,  while  serving  as  a vehicle  to 
gain  more  funding  from  the  Alumni  and 
from  industry.  The  same  referendum 
question  will  be  asked  during  next 
year’s  elections  (March  94).  In  an  ef- 
fort to  pass  the  question,  as  well  as 
educate  you  as  to  how  your  money  is 
spent,  we  ask  you  to  please  read  the 
following  article.  If  you  have  any  addi- 
tional questions,  please  address  them 
to  me  in  the  Eng.  Soc. 

David  Vendramini 

President 

The  PROPOSAL: 

Engineering  Students’ 

Temporary  Special  Levy 

Proposed  Agreement 

On  behalf  of  all  full-time  students 
registered  in  the  Faculty  of  Applied  Sci- 
ence and  Engineering,  the  University 
of  Toronto  Engineering  Society  pro- 
poses that  a temporary  Special  Levy 
be  levied  upon  full-time  undergraduate 
students  registered  in  the  Faculty  of 
Applied  Science,  subject  to  the  follow- 
ing eight  provisions: 

Provision  1 

The  amount  of  the  temporary  spe- 
cial levy  shall  be  $100.00 

Provision  2 

a)  The  term  of  the  temporary  spe- 
cial levy  shall  be  a maximum  of  two 
years 

b)  These  years  shall  be  the  aca- 
demic school  years  of  1992-93  and 
1993-94 

Provision  3 

The  special  levy  shall  be  reviewed 
by  the  Engineering  Society  Council  in 
the  spring  of  1993  and  again  in  the 
spring  of  1 994.  Review  shall  consist  of 
a presentation  to  the  Engineering  So- 
ciety Council  of  the  expenditures  which 
have  occurred  in  the  academic  year. 


Civil  Engineering 
Steel  Laboratory 
-Hilti  Fastening  Tool 

-Steel  Tubing  for  Destructive  Testing  Environmental 
Laboratory 

-Water  Distillation  Unit  PC  Laboratory 
-Laser  Printer  and  Metering  DeviceStructure3 
Laboratory 

-Fabrication  of  Models  for  Statics/Dynamics 
Materials  Laboratory 

-Vacuum  Pump,  Temperature  Probe  and  Data  Logger 
GB  303  Improvements 

Mechanloal  Engineering 
Study  room  in  Mining  Building 


Provision  4 

Each  department  shall,  with  advice 
from  their  students,  request  expendi- 
tures from  the  Special  Levy  fund 
through  the  Engineering  Society. 
Authorization  for  expenditure  shall  be 
made  by  a special  committee  of  the 
Engineering  Society  with  advice  from 
the  Dean  of  the  Faculty  of  Applied  Sci- 
ence and  Engineering.  The  committee 
shall  include  at  least  the  President,  the 
VP  Finance,  and  the  departmental  club 
chairmen. 

Provision  5 

The  temporary  special  levy  shall 
cease  to  exist  after  the  1 993-94  school 
year  unless  the  levy  is  continued  by  an 
agreement  of  full-time  undergraduate 
students  by  referendum. 

Provision  6 

The  temporary  special  levy  shall  be 
used  to  purchase  equipment  which  will 
enhance  the  quality  of  education  in  the 
Faculty  of  Applied  Science  and  Engi- 
neering. 

Provision  7 

The  temporary  special  levy  shall  be 
collected  by  the  University  of  Toronto 
with  all  regular  fees  forthe  1 992-93  and 
1993-94  school  years,  and  shall  be 
passed  to  the  Engineering  Society  in  a 
separate  bank  account. 

Provision  8 

The  nature  and  implementation  of 
this  agreement  is  absolutely  contingent 
upon  all  of  the  preceding  provisions. 

HISTORY 

An  incidental  fee  was  first  estab- 
lished in  1982  for  three  years,  by  a 
student  referendum.  The  referendum 
passed  with  about  80%  in  favour  of  the 
following  question:  "Do  you  support  the 
proposed  undergraduate  incidental  fee 
of  $100  to  be  used  for  supplies,  equip- 
ment and  teaching  assistants?" 

In  1985,  the  referendum  was  re- 
peated for  only  one  year  because  the 
Government  of  Ontario  policy  seemed 
to  be  heading  toward  increases  in  uni- 
versity funding.  Not  surprisingly,  the 
increases  never  occurred,  so  in  1986 
the  incidental  fee  was  continued  for 
another  three  years  again  upon  pass- 
ing a referendum. 

In  the  spring  of  1987,  the  Ontario 
provincial  government  passed  a bill 
which  outlawed  the  collection  of  inci- 
dental fees.  The  purpose  of  this  bill  was 
to  stop  universities  from  charging  stu- 
dents for  computer  time  and  lab  costs 
above  their  already  high  tuition  fees. 
Unfortunately,  our  incidental  fee  that 


was  requested  by  the  students  and 
NOT  imposed  by  the  university  was 
also  caught  by  this  legislation  and 
therefore  outlawed. 

The  Engineering  Society  felt  that 
regardless  of  this  new  legislature,  en- 
gineering students  recognized  the  im- 
portance of  upgrading  their  lab  facilities 
and  that  they  would  want  to  continue 
supporting  the  faculty  with  this  $100 
fee.  Since  student  organizations  could 
establish  levies  for  specific  projects 
which  they  would  designate,  and  the 
university  may  act  as  a collection 
agency  for  the  student  organization  in 
this  regard,  the  incidental  fee  was  re- 
named a "voluntary  levy  fee". 

In  1988/89,  the  Engineering  Soci- 
ety, jointly  with  the  Office  of  the  Dean, 
administered  the  levy  fund.  In  1989/90 
forthe  first  time,  the  Engineering  Soci- 
ety independently  administered  the 
funds. 

Did  you  know... 

Alumni  donations  have  tripled  since 
implementing  the  Levy  Fund  by  inform- 
ing alumni  of  this  voluntary  under- 
graduate donation. 

U of  T Eng  Soc  was  the  first  in 
Ontario  to  begin  this  type  of  funding; 
since  then  Queen's,  Western  McMas- 
ter  and  Waterloo  have  followed  in  our 
footsteps. 

For  every  dollar  that  the  university 
provides,  the  Faculty  raises  $1.10  from 
various  sources  including  research,  in- 
dustry relations  and  alumni  donations. 
The  Faculty  is  dedicated  to  providing 
exceptional  undergraduate  education 
and  is  working  hard  to  ensure  this. 

Our  tuition  becomes  a part  of  the 
greater  university  budget.  The  budget 
is  used  to  pay  for  such  things  as  main- 
tenance, heat,  staff  salaries  and  as  a 
result,  only  a small  portion  of  this 
money  actually  ends  up  as  tangible 
benefits  to  undergraduate  engineering 
education.  Contrary  to  this,  the  Levy 
Fund  goes  directly  to  undergraduate 
engineering  education. 

Procedures 

The  Levy  money  is  handled  by  col- 
lecting proposals  from  each  depart- 
ment, allocating  funds  to  each 
department  from  the  total  based  on 
student  enrolment  and  classes  taught, 
specifically  allocating  funds  for  each 
department  to  proposed  items  upon 
advise  from  the  department  club 
chairs.  In  other  words,  the  engineering 
student  representatives  review  the  de- 
partmental proposals  and  decide  ex- 
actly where  every  dollar  is  spent,  we 
can  be  sure  that  the  money  will  go 
where  we  know  it  is  needed. 


Quotes: 

"/  would  like  to  thank  the  students 
who  contributed  to  the  levy  fund.  With- 
out such  support,  our  laboratories 
would  be  in  dire  straits.  The  Engineer- 
ing students  are  to  be  commended  for 
their  commitment  to  the  educational 
process."  David  Boocock,  Associate 
Dean  - First  Year  Studies. 

" Our  only  direct,  on-going  source  of 
funds  for  maintaing  and  upgrading  our 
undergraduate  teaching  facilities  is  the 
Levy  Fund.  You  can  be  certain  that 
these  funds  are  a great  help  to  the 
successful  delivery  of  our  program." 
W.R.  Cluett,  Associate  Chair  - Chemi- 
cal Engineering. 

7 would  like  to  thank  you  and  the 
contributing  students  for  this  very  gen- 
erous assistance..."  W.E.R.  Davies, 
Undergraduate  Aerospace  Laboratory 
Coordinator. 

“The  Department  appreciates  the 
initiative  the  undergraduate  students 
have  taken  in  contributing  to  our  labo- 
ratories..." Adel  Sedra,  Chair  - Electri- 
cal Engineering 

"...  would  like  to  take  this  opportunity 
of  once  again  complimenting  the  Soci- 
ety for  this  most  important  contribution 
to  maintaing  and  improving  the  quality 
of  undergraduate  engineering  educa- 
tion offered  by  this  University."  Richard 
Soberman,  Chair  - Civil  Engineering. 

" I would  like  to  sincerely  thank  you 
for  administering  the  Student  Levy 
Funds  which  are  essential  in  develop- 
ing a first  class  undergraduate  program 
in  Industrial  Engineering."  A.K.S. 
Jardine,  Chair  - Industrial  Engineering. 

"Once  again,  thank  you  for  all  your 
assistance  in  this  worthwhile  undertak- 
ing." A.  McLean,  Chair  - MMS. 

"Thank  you  and  the  Engineering 
Society  for  the  Department’s  share  of 
the  Levy  Fund,  which  is  very  much 
appreciated  and  indeed  absolutely 
necessary  to  the  ongoing  development 
of  our  undergraduate  laboratories." 
J.W.  Smith,  Chair,  Chemical  Engineer- 
ing 

"There  is  no  doubt  that  the  Levy 
Fund  is  invaluable  in  assisting  us  to 
ensure  that  we  have  a first  class  pro- 
gram in  place  for  our  undergraduate 
students"  A.  K.  S.  Jardine,  Chair  - 
Industrial  Engineering. 


How  this  year’s  Levy  Fund  has  been  allocated: 


$29,475  Oata  acquisition  PC  for  Laser  Doppler 

6.400  Anemometry  Flow  Equip 

Workshop  training  for  Design  and  Thesis  courses 
Video  camera  and  equip  for  thesis  presentations 

4.000  Multi  formate  interface  card  for  video  projector 

6.600  Videos  for  library  - manufacturing  techniques. 

Failure  Analysis 

7.000  Armfield  Temperature  Measurement  Bench 
PC  Room  upgrade 

7,100 

Industrial  Engineering 
Balance  Manual  Control  Laboratory 

-Human  Factors  Laboratory  (software/hardware  pkg) 
$ 36,775  Undergraduate  Computing  Laboratory 

4.000  -5  Computer  Systems  and  Software 


2.000  Chemloal  Engineering 

2.000  New  Engineering  Materials  Course 

5.000  -Optical  Disk  reader  and  material  data  base 

1.200  Microcoputer  Laboratory 

650  -Computer  equipment 

Organic  Chemistry  Laboratory 
2,500  -Microscale  kits 

18,226  Thermo/kinetics  Laboratory 

6,300  486DX-33 

Macintosh  Classic  II 

$ 20,084  Slide  preparation  facility 

$ 889  Cameras 

Balance  Please  See  Levy  Allocation  page  6. 


$ 27,166 
7,000 


5.000 

6,166 

2,500 

1,600 

2.000 
Balance 
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THE  UNIVERSITY  OF  TORONTO  ENGINEERING  SOCIETY 

STATEMENT  OF  REVENUE  AND  EXPENSES 

Proposed  Budget  for  the  year  ending  May  31,  1994 
(With  comparative  figures  for  the  year  ended  May  31,  1992  & May  31,  1993)  (@July  8,93) 


92.93 
bud. get 


Revenue 

Fees  153700.00 

Interest  on  investments  7400.00 

Locker  revenue  4000.00 

Alumni  funding  26000.00 

Other  3000.00 


Interest  (Other  Sources) 

194,100.00 


Net  Income  - Store  Operations  2500.00 

Total  revenue  196,600.00 

Expenses  per  schedules 

General  70400.00 

Committee  125400.00 

195,800.00 

Excess  of  Revenue  over  expenses 

for  the  Period  800.00 


92.93 

92.93 

93.94 

Jan.bud 

act.ual 

bud.get 

156600.00 

157726.00 

156350.00 

500.00 

3061.00 

500.00 

4500.00 

4570.00 

4800.00 

26000.00 

26000.00 

26000.00 

2500.00 

3173.00 

3200.00 

3000.00 

0.00 

2400.00 

193,100.00 

194,530.00 

193,250.00 

0.00 

(18635.00) 

193,100.00 

175,895.00 

193,250.00 

65900.00 

54013.00 

56900.00 

127050.00 

126620.00 

130350.00 

192,950.00 

180,633.00 

187,250.00 

150.00 

(4,738.00) 

6,000.00 

Levy  Fund  Allocation  Cont. 


Geological  and  Mineral  Engineering 

$ 4,328 

Data  Acquisition  System 

3,000 

Transportation  and  facilities  for  field  laboratories 

Balance 

Aerospace  Studies 

$ 5,760 

5 25  MHz  Oscilloscopes 

2237 

2 Storage  oscilloscopes 

2038 

4 Signal  Generators 

1277 

10  Function  Blox 

372 

First  Year 

$ 80,000 

MEC  100S  Laboratory 

22,784 

Engineering  Science 

6,904 

CHE  1 12F/S  (Chem) 

25,890 

EXPLORE  YOUR  CAREER  OPTIONS 
THROUGH  EXTERN! 


While  you  are  in  your  2nd,  3rd  or  4th  year  as  a U of  T 
undergraduate,  begin  to  determine  what  skills  you  will 
need  in  your  future  career. 

The  year  during  reading  week  - February  1 4-18,1 994 
spend  3-5  days  investigating  a career  field  in  the 
actual  work  environment. 

For  more  information  on  how  to  participate  in  EXTERN 
call  978-8026. 

The  application  deadline  is  October  29th,  1993. 


BUDGET! 


Budget  Projections  for  1993  - 94  (@Sep  23,93) 

(With  comparative  figures  for  the  year  ended  May  31,  1992) 

92.93 

92.93 

92.93 

93.94 

bud.get 

Janbud.get 

actual 

bud.get 

C05/10 

Gifts,  etc 

1000.00 

1000.00 

466.00 

500.00 

C15 

Miscellaneous  Exp. 

1000.00 

1600.00 

1458.00 

1300.00 

C20/25 

Office  Salaries 

26000.00 

26000.00 

27209.00 

28000.00 

C30/85/90  Council  Exp. 

3500.00 

2500.00 

1733.00 

2000.00 

C35 

OP&S 

7000.00 

6500.00 

6278.00 

7200.00 

C40 

Telephone 

2000.00 

2000.00 

531.00 

1600.00 

C45 

Postage 

300.00 

300.00 

312.00 

500.00 

C50/A08  Bank  charges 

0.00 

500.00 

672.00 

800.00 

C55 

Audit  and  Legal  fees 

6000.00 

6000.00 

5572.00 

6000.00 

C60 

Depreciation 

3000.00 

5050.00 

3570.00 

5000.00 

C65 

Repair  and  Upkeep 

19100.00 

3100.00 

3230.00 

1500.00 

C70 

Insurance 

1500.00 

2000.00 

2094.00 

2000.00 

CIS 

Bad  Debt  Exp(BFC) 

1350.00 

888.00 

500.00 

C100 

Revenue  copier 

0.00 

0.00 

0.00 

C55a 

Provision  - Stores  Settlement 

8000.00 

3000.00 

0.00 

TOTAL 

70,400.00 

65,900-00 

57,013.00 

56,900.00 

.VC  u 

Category 

1992.93 

1992.93 

1992.93 

1993.94 

bud.get 

Janbud.get 

actual 

bud.get 

COMMUNICATIONS 

D05 

Handbook 

0.00 

(900.00) 

(3093.00) 

0.00 

D10 

Yearbook 

0.00 

0.00 

(3279.00) 

0.00 

D15 

Calender 

0.00 

0.00 

0.00 

0.00 

D20 

Darkroom 

600.00 

600.00 

682.00 

700.00 

D25 

Toike  Oike 

3500.00 

4000.00 

3234.00 

3500.00 

D30 

Cannon 

500.00 

0.00 

0.00 

1000.00 

D35 

General 

200.00 

200.00 

291.00 

500.00 

TOTAL 

4,800.00 

3,900.00 

(2,165.00) 

5,700.00 

PROFESSIONAL  DEVELOPMENT 

E05 

General 

300.00 

500.00 

734.00 

500.00 

E10 

CCES 

3000.00 

3000.00 

2999.00 

4000.00 

E15 

APEO 

400.00 

400.00 

360.00 

400.00 

E20 

RESSA 

1000.00 

0.00 

0.00 

1000.00 

E25/50 

ESSCO 

500.00 

1200.00 

1128.00 

500.00 

E30 

OESPAVISE/EPDC 

200.00 

0.00 

900.00 

TOTAL 

5,200.00 

5,300.00 

5,221.00 

7,300.00 

SOCIAL 

F05 

General 

1000.00 

500.00 

0.00 

500.00 

F10 

Cannonball 

2000.00 

2500.00 

2450.00 

3000.00 

Fl  5 

Road  Trips 

0.00 

0.00 

0.00 

300.00 

F20 

Oktoberfest 

0.00 

150.00 

91.00 

200.00 

F25 

COCA 

800.00 

1200.00 

1214.00 

0.00 

TOTAL 

3,800.00 

4,350.00 

3,755.00 

4,000.00 

AFFILIATES 

G05 

EAA 

0.00 

0.00 

0.00 

0.00 

G10 

Club  Grants 

8000.00 

8000.00 

8000.00 

8500.00 

G15 

Club  Aid 

200.00 

200.00 

102.00 

900.00 

G20 

PEY  Club 

100.00 

100.00 

0.00 

500.00 

G25 

Debating  Union 

500.00 

TOTAL 

8,300.00 

8,300.00 

8,102.00 

10,400.00 

bud.get 

Jan.bud 

act.ual 

bud.get 

BLUE 

AND  GOLD 

H05 

LGMB 

500.00 

500.00 

302.00 

500.00 

H 10 

General 

500.00 

500.00 

489.00 

500.00 

H15 

Cannon  Guard 

500.00 

500.00 

541.00 

500.00 

H30 

Homecoming 

1000.00 

1000.00 

935.00 

1300.00 

H35 

Godiva  Week 

1200.00 

1200.00 

1165.00 

1200.00 

TOTAL 

3,700.00 

3,700.00 

3,432.00 

4,000.00 

FOURTH  YEAR 

J05 

General 

100.00 

200.00 

622.00 

150.00 

JI0 

Gradball 

4000.00 

4000.00 

5121.00 

4000.00 

J15 

Kipline  Ritual 

5500.00 

5500.00 

5850.00 

5500.00 

J20 

Awards 

400.00 

400.00 

0.00 

200.00 

TOTAL 

10,000.00 

10,100.00 

11,593.00 

9,850.00 

GENERAL  COMMITTEES 

K05 

Employment 

79500.00 

81000.00 

80040.00 

79500.00 

K05 

Employment  Committee 

500.00 

500.00 

462.00 

500.00 

K15 

High  School  Liaison 

700.00 

700  00 

635.00 

600.00 

K20 

Women's 

500.00 

500.00 

391.00 

500.00 

K25 

First  Year 

100.00 

100  00 

255.00 

300.00 

K 30/ 1 

Orientation 

5000.00 

5300.00 

5577.00 

3000.00 

K35 

Skule  Nile 

2500.00 

2500.00 

3926.00 

2500.00 

K40 

Centennial 

0.00 

0.00 

0.00 

0.00 

K45 

OEDC 

200.00 

200.00 

375.00 

500.00 

K50/1 

Pubs 

0.00 

0.00 

0.00 

000 

K55/6 

Suds 

0.00 

0.00 

5021.00 

1000.00 

K60/1 

Special  Projects 

500.00 

500.00 

0.00 

600  00 

K70 

Science  Outreach 

100.00 

100.00 

0.00 

100.00 

TOTAL 

89.600.00 

91,400.00 

96,682.00 

89.100.00 

GRAND  TOTAL 

125.400.00 

127.050  00 

126,620.00 

130.350.00 
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MONEY!  MONEY!  MONEY! 


or  mom  ejgdctutc  society 


THE  UNIVERSITY  OF  TORONTO  ENGINEERING  SOCIETY 
REPORT  AND  FINANCIAL  STATEMENTS  - MAY  31, 1993 


McLaren,  Sanders 

CHARTERED  ACCOUNTANTS 

One  Valle, brook  Drive.  Suite  101.  Toronto  . Ontario 


ike  uovDisrrr  op  raom  neiraroaj c sea  Err 
IOTES  TO  FINANCIAL  STXiadB/TS 
Itty  31,  1993 


e uavotsm  op  raono  dgixeerdc  sooeiy 


Ho  ho vo  axaxiined  the  balance  sheet  of  THE  INTVBtsriY  OF  ItSOfTO  EJCTNEXRDC 
SOCIETY  03  at  Kay  31,  1993  and  tha  statements  of  surplus,  revenue  and  expenses  and 
charges  lit  f LtwclaI  position  for  the  year  Chen  ended.  Our  examination  was  miH  In 
accordance  with  generally  accepted  auditing  standards,  and  accordingly  Included  such 
tests  ond  other  procedures  as  vs  considered  necessary  In  the  clmcntances , except 
as  outlined  In  the  following  paragraph. 


The  organ!  ration  dr 

Is  of  the  organization  and  am  ta 


In  our  cpiniOT.  except  for  tha  affect  of  adjustments.  If  any,  vhich  ve  sight 
have  do  tenured  to  to  necessary  had  mi  been  able  to  satisfy  ourselves  ccncamlrg  the 
copplateness  of  the  revenues  referred  to  In  the  preceding  paragraph,  those  financial 
statements  present  fairly  tho  financial  position  of  the  organization  as  at  Kay  31, 
1993  and  the  results  of  Its  cperatlons  and  the  oranges  in  Its  financial  position  far 
tha  year  then  ended  in  accordance  vlth  generally  accepted  accounting  principles 
applied  on  a basis  consistent  vlth  that  of  tho  preceding  year. 


Ttarcnto,  Ontario. 


1223 


1223 


Prepaid  expenses 


Total  Society  Store 


Loan  Receivable  - 

(Hoto  3)  3,000  - 3,000 


Fixed  Assets 
Office  furniture  and 
acpii  parent  - net 


liabilities  and  Surplus 

Current  Liabilities 

liabilities  510,163  5 16  510.179  510,155  5 9,927 


19.892  19. 854  59.746 


25.995  36.489  64.484 


STATEMENT  OF  SURPLUS 


Inventory  Is  valued  at  tho  lover  of  cost  (as  determined  on  a first- In. 
first-cut  basis)  and  net  realizable  value. 

Flxtd  Assets 

Off  loo  furniture  and  equipment  ic  raxaarded  at  cost  vlth  axeartlzaticn 
provided  cn  a declining  balance  basis  at  204  per  year. 


flCd?  Hold  in  TIUK 


Funds  hold  in  trust  represent  roues  advanced  to  the  Society  vhlrdi  do  not 
belong  to  it  and  are  being  held  in  trust  until  disbursed. 


This  loan  to  the  Ualversity  of  Tbccrito  Engineering  Society  - Stores,  is 


Each  year,  a portion  of  tho  orientation  fees  is  appropriated  for  tha 
graduation  ball.  As  at  Hiy  31,  1993,  tho  ezounta  appropriated  are  cat 


Student  foe  reveruo  is  reflected  in  the  financial  itatarents  net  of  levy 
rend  ccntribjtians  paid  as  follovsr- 


Less  Levy  Fund  Ctntrlbutlans  (266.8001 


The  Society  is  oacnltted  to  pay  ainizes  lease  rentals  for  a photocopier 
arrually  as  felloes : - 


Tho  results  of  the  store  operations  for  tha  fiscal  year  ended  Kay  31,  1993 
Include  a vrite-dovn  of  inventory  fros  actual  coot  to  net  realizable  value 
in  tho  azount  of  $10,000  (1992  - 521.324).  This  adjustment  is  not  a use  of 
cash  but  an  accounting  adjustment  only. 


AC0ITICNAL  INrawATlCM 


TO  THE  K5MSQ5 

IKE  INTVmsnY  OF  TCftMTO  E7CINEERDC  SOCIETY 


In  connection  vlth  earn  examination  of  the  financial  statasents  of  THE 
unvutsm  CF  room)  BCTNEDUie  SD3CIY  for  the  year  ended  Kay  Jl,  1993,  mi  have 
rervieved  tho  additional  Information  presentad  in  the  following  schedule*.  This 
Information  has  been  taken  primarily  frtxx  amounting  and  other  records  of  the 
Seclety  and  is  net.  in  sr  rgilnion,  necessar/  for  a fair  presentation  of  the 
Society's  financial  posltlm  cr  the  results  of  Its  operatic ns. 


564,464  5102,491 

(4.738)  (38.007) 


Profit  (Loss) 


Stare  salaries  and  eployee  benefits 
Repairs  and  eaintmance 

Professional  fees  (recovery) 
Amortization  - office  egulpcent 


1221  ] 

5 26.154  100.0 


1223  1 

2221x232  100.0 


(39,064) 


See  accrxpanylng  notes. 


SOdTULE  OF  GENERAL  EXPENSES 


Aace-tlzatuon  - office  furniture  and 
Executive  and  Oarcil 
Cdfta,  donations  and  MlO 


Mlsoellanoojs 


a. 672 


sooner  or  awrnn 


5(3.093) 

(3.279, 


5(3,143) 

(1,311) 


3.735  9.342 


Foirth  year  general 
lap  ling  Ritual 


1x135 


STATEMENT  OF  REVT34JE  AND  EXPENSES 


Alien!  funding 


180.611  189.031 


STATEMENT  OF  O 


H FINANCIAL  POSITION 


Operating  Activities 


Investment  activities 
Proceeds  on  disposition  of  asset 
Purchase  of  fixed  assets 
mease  (decrease)  in  QreAiatlan  Dali 
Outrages  in  Operating  vcrkirg  Oiplta) 

prepaid  expenses 
Accounts  payable 


id  Tare  Deposits 


□ Cepoeits  - June  i 


S(30.O07| 

3.238 

(34.769) 


-12x2211 

-12x333 


(5,632) 

18,784 

11.296) 


NOTICE  OF  MEETING 
The  Annual  General  Meeting 
of  the  University  of  Toronto 
Engineering  Society  will  be  held 
on  Monday  October  18th,  1993 
at  6 pm  in  SF  1105. 

All  welcome. 


. 32.313 
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T01KE  OIKE 


Top  10  Reasons  Engineering  THE  TOIKE  OIKE  GUIDE 
Students  Don’t  RECYCLE  at  TO  POLITICS 


SKULE™ 

Gerard  Torenvilet  IND  9T6 


by  L.  Tong  Elec  9T5 
and  A.  Balatsos  Comp  9T5 

10.  Wannabe  artistes  make 
pop(can)  art  sculptures  on  the  Atrium 
tables. 

9.  Don't  want  to  put  the  U of  T 
cleaning  staff  out  of  work.  (Hint:  The 
staff  appreciate  your  concern.  But!  Re- 
ally, they  won’t  cry  if  you  stuff  the  Blue 
Box.) 

8.  Uhhh,  what  does  ReeeePSY- 
CHO  mean?  (Well,  Flrosh!  Recycle  = 
Feed  the  #@%#$@  Blue  Boxes  or 
drums!  Now,  we  all  know  that  every 
hole  has  its  use,  right?  So,  big  thick 
popcans  and  bottles  can  go  in  the  tight 
pearly  grey-lidded  holes  on  the  blue 
drums. ..fits  just  right.) 


7.  Atrium  Flrosh  verbatim:  "Don’t 
the  busboys  collect  them,  um,  the  cans, 
I mean?"  (Wake-up!  There  are  no  bus- 
boys  in  the  cafeteria!) 

6.  My  mommy  recycles  for  me! 

5.  Gee...  I'd  have  been  late  for  that 

really  exciting lecture  (linear 

algebra/calculus/signals  & sys- 
tems/thermodynamics). 
Zzzzzzzzzzzzz. 

4.  20,000,000  cans  couldn’t  cause 
a problem,  could  they? 

3.  If  we  didn't  have  enough  garbage 
to  fill  those  landfills,  then  where  would 
we  ski? 

2.  "I  am  apathetic,  but  who  cares?" 

1.  Give  a GEO  a job.. .don't  recycle! 


Too  bad  that  voting  isn’t  sort  of  like 
phoning  up  Cora’s  and  ordering  a 
pizza.  Politicians  just  don’t  come  with 
"The  Works".  How  is  an  Engineer  to  sift 
through  the  morass  of  candidates  to 
choose  one  who  may,  after  October 
25th,  be  the  leader  of  our  fine  land?  The 
task  is  at  best  challenging,  at  worst  as 
difficult  as  making  proto-board  connec- 
tions in  the  dark,  but  it  can  me  done.  To 
help  you  in  your  choice,  the  TOIKE  has 
compiled  a list  of  the  candidates  and 
their  policies  for  your  use: 

1.  Kim  Campbell  (a.k.a.  "Dim"): 

Kim  Campbell,  our  present  Prime 
Minister,  can  immediately  be  taken  out 
of  the  race.  Although  she  claims  to  be 
working  towards  the  overall  good  of  our 


TOIKE  OIKE  Decrypts  Diabolic  Keener 

Methods 


by  Walter  Stoddard  (AERO  9T5) 
and  James  Armstrong  (BIO  9T5) 

Yes,  you've  seen  them.  Keeners. 
But  you  don't  believe  it...  85%  on  Cal- 
culus exams...  79%  on  Quantum  prob- 
lem sets...  and  even  85%  on 
Humanities  papers.  How  do  they  do  it? 
With  paranormal  study  practices. 

Astral  Absorption  is  the  easiest 
technique  used  . After  hours  of  medi- 
tation, the  said  Keener  Projects  leaves 
their  body  and  enters  the  text  which 
they  are  trying  to  study.  While  an  ef- 
fective method  for  learning,  those  who 
practice  tend  to  have  that  typewritten 
look  on  their  arms  and  legs.  Often, 
lame  excuses  will  be  used  to  cover  up 
this  filthy  habit. 

"I  fell  into  the  printer  last  night  when 
I fell  asleep  working  on  my  Material 
Science  set." 

Watch  out  for  these  keeners.  They 
may  have  the  upper  hand,  but  informa- 
tion backlash  is  inevitable.  During  this 
enlightening  stage,  the  knowledge  of 
young  keeners  oozes  onto  friendly 
problem  sets  hours  before  they  are 
due.  The  wise  SKULE™mate  will  be 
on  hand  to  reap  the  harvest  of  knowl- 
edge which  has  spilled  into  the  mun- 
dane world. 

A help  paranormal  technique  for 
quizzes  is  telepathic  theft.  This  steals 
the  hard  earned  semblance  of  knowl- 
edge from  unsuspecting  students.  The 
most  vulnerable  are  those  with  loosely 
stored  knowledge  recently  gained  by 
astral  absorption  (or  good  old-fashion 
cramming).  With  the  transfer  of  infor- 
mation, comes  the  tragic  memory  loss 
of  the  victim.  Those  who  are  continu- 
ously battered  by  the  mental  assault  of 


this  black  art  inevitably  transfer  to  Arts 
and  Science. 

While  the  keener  can  use  tele- 
pathic theft  for  quizzes,  little  does  it 
help  for  labs.  T o defeat  the  impossible, 
keeners  have  developed  the  ability  to 
speak  in  tongues.  This  allows  them  to 
communicate  FULLY  with  the  TAs. 
The  TAs  instantly  love  the  keener,  giv- 
ing them  unlimited  help,  time,  and 
marks  for  their  lab. 

Fortunately,  the  skill  of  speaking  in 
tongues  creates  a reverse  effect  with 
those  few  T As  who  have  a grasp  of  the 
English  language.  This  will  throw  de- 
feat upon  the  keener  in  the  form  of 
remarks  such  as:  "F!ck  Off.  Stop  mak- 
ing fun  of  my  accent.  Kiss  ass  keener." 

When  asked  to  comment  on  this 
draw-back,  one  keener  replied: 

"Cffea  oihj  kljasdfio  Ikjfs  strgicic 
daijoiaf!" 

We  did  not  get  her  name. 

With  labs  and  tests  covered,  the 
keener  has  but  one  area  to  worry 
about...  problem  sets.  Those  who  are 
desperate  have  been  known  to  em- 
brace the  horrifying  imagery  of  necro- 
mancy. This  involves  conjuring  ghostly 
imagines  of  problem  sets  past.  While 
the  authors  of  these  tombs  are  long 
graduated,  the  necromancer  can  sum- 
mon a tangible  apparition  to  walk 
among  the  undergrad  plane,  bound  to 
answer  the  summoner’s  every  ques- 
tion. However,  if  over  questioned,  the 
ring-baring  demi-demon  could  stifle 
the  annoying  keener  with  FALSE  AN- 
SWERS!!!! Or  worse,  through  the  bun- 
dle of  HIS,  inform  other  grad  students 
of  the  necromancing  nuisance. 

While  the  disgust  techniques  bear 
their  benefit  in  lifting  the  keener,  low- 
ering the  class  is  of  utmost  value  to  the 


black-hearted,  self-important,  front- 
row,  boot-lick,  ass-whipping,  prof-kiss- 
ing, ’HP’-hoarding,  lecture-attending, 
problem  set-doing,  bell  curve-bending 
keener.  Only  the  most  mentally  disci- 
plined practice  of  the  paranormal  prac- 
tices can  perform  this  pertrifyingly 
potent  piece  of  pandoric  power.  Evi- 
dence of  this  was  recorded  by  a hidden 
audio/optical  telephony  system  (newly 
installed  as  a security  system  in  the 
book  store). 

Keener: 

"This  is  not  the  book  you’re  looking 
for." 

Joe  E.  SKULE™: 

"this  is  not  the  book  I’m  looking  for" 
Keener: 

"You  must  be  in  the  wrong  aisle." 
Joe  E.  SKULE™: 

"i  must  be  in  the  wrong  aisle" 
Keener: 

"You  would  be  thrilled  for  me  to 
take  the  book  off  your  hands." 

Joe  E.  SKULE™: 

"i  would  be  trilled  for  you  to  take  the 
book  off  my  hands" 

Keener: 

"Thank-you,  don’t  mind  if  I do." 

Joe  E.  SKULE™: 

"thank-you  didn’t  mind  if  you  did 
mummy,  is  that  you?" 

This  deviously  malignant  Force 
has  been  labeled  by  our  panel  of  ex- 
perts as  THE  JEDI  MIND  TRICK. 
There  is  no  known  defense  against  it 
and  keeners  with  this  degree  of  pres- 
ence should  be  feared,  revered,  and 
steered  clear  of  (but  brassiered  is 
okay). 


country,  she  really  doesn't  want  to 
move  out  of  24  Sussex  quite  yet.  We 
must  give  her  some  credit,  however.  In 
the  few  months  that  she  has  been  in 
office  she  has  shown  us  that  she  really 
isn’t  Brian  Mulroney.  Although  I found 
this  point  quite  apparent  from  the  outset 
(she  lacks  the  hulking  chin),  it  was  good 
to  see  that  her  direction  over  the  past 
few  months  was  based  on  something 
that  will  really  help  our  country.  What 
we  can  watch  for  if  Kim  (Dim?)  Camp- 
bell gets  her  four  (uhhh,  that’s  five  -ed) 
year  renewal  on  the  lease  for  24  Sus- 
sex? I predict  that  legislature  will  be 
tabled  within  weeks  of  her  possible  vic- 
tory to  have  the  alimony  laws  changed 
so  that  the  government  will  reimburse 
the  alimony  paid  by  those  divorced 
more  that  once,  retroactive  to  the  date 
of  Kim  (Dim?)  Campbell’s  first  divorce. 

2.  Jean  Chretien  (A.K.A.  "De  man 
from  Shawinigan") 

Jean  Chretien  is  the  character  of  the 
bunch,  and  everyone  from  Shawinigan 
thinks  that  he’s  nothing  but  cool,  but  I 
don't  live  in  Shawinigan.  What  Chretien 
has  going  for  him  is  not  his  many  years 
in  politics,  nor  his  distinguished  political 
past,  but  the  support  of  political  car- 
toonists. Chretien  also  holds  the  high- 
est entertainment  value  of  all  the 
candidates  as  he  always  delivers  the 
most  entertaining  speeches.  However, 
this  is  dwelling  on  cosmetics.  Chretien 
is  planning  to  make  this  a truly  a "Lib- 
eral" country  again.  The  private  sector 
will  "thrive". 

(See  TOIKE  Politics,  pg  10) 
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MORE  Joikes 


TPT  RESULTS!! 


A DAY  IN  THE  LIFE  OF  A NORTHERN 
MOOSE  HUNTER 


In  a continuing  effort  to  enlighten 
the  reader,  the  staff  at  the  T OIKE  OIKE 
bring  you  yet  another  installment  of 
LIFE  IN  THE  NORTH.  (You  may  re- 
member last  year’s  ’CAN  YOU  LIVE  IN 
TIMMINS') 

1 :00  am  - your  alarm  clock  rings 

2:00  am  - your  hunting  partner  arrives 

and  drags  you  out  of  bed 

2:30  am  - throw  everything  but  the 

kitchen  sink  into  your  pickup  truck 

3:00  am  - head  out  for  the  deep  deep 

woods 

3:30  am  - realize  you  forgot  your  gun, 

so  you  have  to  go  back 

4:00  am  - drive  like  hell  to  get  back  to 

the  woods  before  daylight 

4:30  am  - realize  you  forgot  the  tent,  oh 

well,  set  up  camp  anyway 

6:05  am  - head  out  from  the  camp  to 

the  deep  deep  woods 

6:07  am  - come  across  eight  large 

moose 

6:08  am  - take  aim  with  your  gun  and 
squeeze  the  trigger 
6:08  am  - ‘’CLICK!’’ 

6:10  am  - hurry  to  load  your  gun  while 
the  herd  moves  over  a distant  hill 


6: 1 5 am  - head  back  to  the  camp 
9:00  am  - still  looking  for  the  camp, 
because  you  forgot  your  compass 
12:00  pm  - realize  you  are  really  lost 
2:15  pm  - fire  your  gun  into  the  air  to 
signal  for  help  while  you  eat  berries 
2:20  pm  - as  you  run  out  of  shells,  the 
eight  moose  return! 

2:30  pm  - get  a sick  feeling  in  your 
stomach 

2:45  pm  - realize  you  ate  poison  berries 

2:55  pm  - your  partner  finally  finds  you 

3:00  pm  - get  rushed  off  to  the  hospital 

to  have  your  stomach  pumped 

4:00  pm  - return  to  the  camp 

4:02  pm  - leave  the  camp  and  head  for 

the  deep  deep  woods 

4:15  pm  - return  to  camp  to  get  your 

shells 

5:00  pm  - leave  camp  again 
6:00  pm  - empty  your  gun  shooting  at 
a squirrel  that's  pissing  you  off 
6:02  pm  - reload  and  shoot  again 
6:03  pm  - uh  oh,  realize  you  shot  your 
truck 

6:05  pm  - your  hunting  partner  returns 
dragging  a large  dead  moose 
6:06  pm  - repress  the  urge  to  shot  your 
hunting  partner 


6:07  pm  - get  drunk  and  fall  into  the 
campfire 

6:10  pm  - change  your  clothes  and 
throw  the  burned  ones  into  the  fire 
6: 1 5 pm  - get  into  your  truck,  and  drive 
home,  leaving  your  partner  and  his 
moose  behind 
6:25  pm  - engine  overheats  due  to  the 
hole  you  shot  in  your  rad 
6:26  pm  - start  walking 
6:30  pm  - stumble  and  fall  in  a puddle 
of  mud 

6:35  pm  - meet  up  with  a large  angry- 
looking  bear 

6:36  pm  - take  careful  aim 
6:36  pm  - your  gun  explodes  due  to  the 
fact  that  it  is  filled  with  mud 
6:38  pm  - shit  your  pants 
6:39  pm  - run  to  the  nearest  tree  and 
climb  like  hell 

9:00  pm  - the  bearfinally  leaves,  so  you 
climb  back  down 
12:00  am  - home  at  last 
12:01  am  - watch  the  late  show  while 
you  slowly  tear  your  hunting  licence 
into  a hundred  pieces,  place  them  in  an 
envelope,  and  mail  them  back  to  the 
Ministry  of  Natural  Resources  with  de- 
tailed instructions  on  what  to  do  with  it. 


> 

<§ 

uul  0KI01S 

J 

to  */|M. 
CAItfe 

© 

<s> 

© 

(S3 

(S3 

CD 

Q 

(S3 

© 

«£s.W 

3. 

Ti'mr 

...  u*«e  ^ 

MilLM  <-HkUG 
,w«, 


Page  10 


Volume  88  Number  2.  October  4 1993. 


TOIKEOIKE 


Meat  Loaf  (MEAT  LOAF???) 


BAT  OUT  OF  HELL  II: 
BACK  INTO  HELL 
-MCASD  10699 


By  Henry  Pedro  Chem  9T4+P 


It  has  been  nearly  twenty  years 
since  Meat  Loaf  released  his  last  al- 
bum, the  epic  (well,  maybe  not)  Bat  out 
of  Hell.  We  all  remember  those 
tunes. ..Two  out  of  Three  Ain't  Bad, 
Paradise  by  the  Dashboard  Light. 
Why?  Because  when  we  hit  the  pubs 
and  clubs  we  still  hear  those  old  songs 
once  in  a while. 

Well,  after  a lengthy  hiatus  from  the 
music  biz,  and  some  lengthy  court  bat- 
tles with  record  companies  and  pro- 
ducers, Meat  Loaf  went  back  into  the 
studio,  and  released  a CD  of  whopping 
length... seventy-five  minutes! 

Boy,  for  sixteen  bucks  you  get  sev- 
enty five  minutes  of  Rock  & Roll.  That 
makes  CDs  a better  deal  than  vinyl, 
doesn't  it?  Remember  when  you  paid 
ten  or  eleven  bucks  for  a record  with  (if 
you  were  lucky)  forty  minutes  of  music 
on  it?  And  then  you  would  have  to  get 
up  and  flip  it  over  to  hear  the  flipside. 


Anyway,  seventy  five  minutes  and 
eleven  songs  later,  Bat  out  of  Hell  II 
was  over,  and  I found  myself  playing  it 
over. 

The  leadoff  track,  "I  would  do  any- 
thing for  love,  but  I won't  do  that"  is  a 
twelve  minute,  dare  I say,  typical  Meat 
Loaf  sketch.  Man,  this  sounds  alot  like 
Bat  out  of  Hell  part  one,  now  doesn’t  it? 
Well  it  did,  somewhat.  Still,  the  song 
has  merit.  It  has  some  good  grooves, 
some  catchy  hooks,  a few  neat  riffs  and 
alot  of  classic  Meat  Loaf  croonin’.  It 
sounds  like  barely  a day  went  by  after 
the  release  of  his  previous  album  eight- 
een years  ago.  Meat  Loafs  voice  has 
weathered  well  these  past  few  years 
and  he  sounds  just  like  he  did  in 
B.O.O.H.1.  Not  bad  for  a 48  year  old 
rock  dinosaur.  Then  again,  he  has  kept 
himself  in  pretty  good  shape. ..lost 
eighty  pounds,  or  so  he  claims  from  the 
last  album.  From  the  cameo  shots  in 
the  liner  notes,  I’d  say  that’s  about 
right. 


Modem  Q&A  Part  2 


Continued  from  last  month 

Now  the  drawbacks 

1 ) You  only  get  the  benefits  of  MNP 
(or  v.42)  if  the  modem  at  the  OTHER 
END  also  has  MNP  (or  v.42)  built  into 
it. 

2)  Data  Compression  between  mo- 
dems is  only  effective  if  the  data  being 
transferred  is  NOT  ALREADY  COM- 
PRESSED. This  means  that  you  can 
expect  to  see  fast  transfers  on  ascii  text 
files  - but  transferring  a file  that  is  al- 
ready compressed  (such  as  an  ARC  or 
ZIP  file)  will  actually  be  SLOWER  than 
if  the  modems  did  not  perform  any  data 
compression.  Unfortunately,  in  the 
BBS  world  compressed  data  is  more 
common  than  non-compressed  data. 
Sure,  you’ll  be  able  to  read  messages 
faster  (if  you  can  move  your  eyes  that 
fast!)  and  you  can  download  bulletins 
and  other  non-compressed  data  faster. 
But  downloads  of  most  files  on  BBS’s 
will  actually  be  slower.  Fortunately,  you 
can  usually  tell  your  modem  to  turn  data 
compression  off  (prior  to  making  the 
phone  call)  so  as  not  to  slow  down  your 
file  transfers. 

SUMMARY  OF  THE  STANDARDS 

HST  Proprietary  USR  asynchronus 
protocol.  V. 22  CCITT  protocol  for  asyn- 
chronus 1200  bps  V.22bis  CCITT  pro- 
tocol for  asynchronus  2400  bps.  V.32 
CCITT  protocol  for  asynchronus  9600 
bps.  V.32bis  CCITT  protocol  for  asyn- 
chRonous  14400  bps. 

MNP4  Proprietary  Microcom  error 
correction  protocol.  MNP5  Proprietary 
Microcom  data  compression  protocol. 
V.42  CCITT  error  correction  protocol. 
Usually  has  MNP4.  V.42bis  CCITT  er- 
ror correction  protocol.  Usually  has 
MNP5. 

Part  2 

What  is  the  16550  and  how  can  it 
benefit  communications? 

The  chip,  formally  known  as  the 
NS16550AFN  chip,  is  the  heart  of  your 
asynch  board.  It  is  the  UART  chip,  or 
Universal  Asynchronous  Receiver/ 
Transmitter.  The  advantage  of  the 
16550  over  the  older  16450  and  8250 
(which  is  the  most  common)  UARTs  is 
that  it  has  a 16  byte  buffer  on  it.  Now, 


sixteen  bytes  doesn’t  sound  like  a 
whole  heck  of  a lot  but  it  is  SIXTEEN 
TIMES  the  size  of  the  buffer  on  the 
older  UARTs  which  only  had  one  a one 
byte  buffer. 

The  advantages  of  the  1 6-byte  buff- 
er are  two  fold: 

1)  It  makes  high  speed  communica- 
tions more  reliable.  On  the  older  chips, 
with  their  one-byte-buffer,  you  would 
lose  data  if  a second  byte  came  in  from 
the  modem  before  the  CPU  had  a 
chance  to  pull  the  first  byte  out.  The 
1 6550,  with  its  1 6-byte-buffer,  gives  the 
CPU  up  to  16  chances  to  pull  the  data 
out  before  a character  is  lost.  To  realize 
what  this  means  you  can  figure  that  at 
19200  bps  you  are  expecting  the  CPU 
to  service  the  comm  port  1920  times 
each  second  or  once  every  .0005  sec- 
onds. If  the  CPU  happens  to  take  .0006 
seconds  to  get  around  to  sen/icing  the 
comm  port  then  in  a one-byte  buffer 
UART  that  first  byte  is  lost.  On  the 
16550  chip,  with  16  bytes  of  buffer 
space,  you  have  up  to  .008  seconds  to 
service  the  comm  port.  2)  It  helps 
make  a multitasking  system  more  effi- 
cient. 

When  PCBoard  is  transmitting  data 
it  has  to  stop  the  CPU  and  fill  the 
UART’s  transmitter  buffer.  That  means 
that  if  the  caller  in  the  background  is 
doing  a directory  scan  his  scan  will  take 
longer  while  PCBoard  attempts  to  send 
data  out  to  the  first  caller.  In  the  one- 
byte-buffer  UARTs  at  19200  bps 
PCBoard  must  stop  the  CPU  1920 
times  each  second  just  to  send  data  out 
the  comm  port.  With  the  16550,  how- 
ever, it  can  stuff  up  to  1 6 bytes  into  the 
buffer  at  a time  and  therefore  interrupts 
the  CPU  only  120  times  each  second. 
That  drops  the  performance  hit  on  the 
CPU,  even  at  high  speeds,  to  almost 
that  of  a 1200  to  2400  bps  modem!  To 
top  it  off...  the  older  8250  chips  were 
buggy,  making  them  less  reliable,  and 
they  were  never  designed  for  the  high 
speeds  that  we  expect  out  of  our  mo- 
dems today.  The  NS1 6550AFN,  on  the 
other  hand,  is  designed  with  high  bus 
speeds  and  high  modem  speeds  in 
mind.  When  multitasking,  even  at 
slower  baud  rates,  the  16550  can  be 
very  helpful  in  providing  smooth  opera- 
tion for  the  entire  system. 


PART  3 

Why  are  my  file  transfers  slo w? 
The  above  question  is  one  that  just 
doesn’t  seem  to  want  to  go  away.  It  is 
most  often  asked  by  users  who  have 
just  recently  purchased  a high  speed 
modem  but  even  the  veterans  with  high 
speed  modems  sometimes  ask  the 
same  question.  Let’s  look  at  a few  pos- 
sible reasons: 

Line  Noise  at  Connect  Time 

If  line  noise  occurs  during  the  con- 
nection process  where  your  modem 
and  the  host  modem  perform  their 
handshaking  sequence  looking  for 
common  ground  then  it  is  very  likely 
that  the  two  modems  will  agree  to  a 
SLOWER  speed  to  avoid  having  prob- 
lems during  the  remainder  of  the  con- 
nection. For  instance,  we  very 
commonly  have  users  with  US  Robot- 
ics HST  or  HST  Dual  Standard  mo- 
dems complain  that  their  modems  are 
capable  of  1 700  cps  but  they  are  seeing 
only  1400  cps  or  maybe  1150  cps  or 
even  lower  and  they  ask  why.  Let  me 
explain:  the  HST  modem  has  real  BPS 
rates  of  14400,  12000  and  9600.  With 
the  effects  of  MNP  or  v.42  (no  compres- 
sion here)  you  can  figure  about  a 20% 
speed  increase  making  the  CPS  rates 
1 700, 1 400  and  1 1 50  respectively.  That 
makes  it  very  obvious  then  that  during 
the  connection  phase  the  modems 
agreed  to  only  12000  or  9600  bps  in- 
stead of  the  full  rated  speed  of  1 4400 
bps.  In  fact,  if  line  noise  occurs  during 
the  call  the  modems  may  very  well  de- 
cide to  shift  down  at  that  time  as  well.  If 
9600  bps  is  noisy  your  modem  may 
shift  down  even  further  to  7200  or  4800 
bps.  For  the  USR  HST  user  you  can, 
immediately  after  logging  off,  type  ATI6 
and  your  modem  will  tell  you  what  your 
connect  speed  was  which  may  help  you 
determine  if  the  slow  down  was  the 
speed  of  the  connection.  Other  mo- 
dems have  similar  drop  down  capabili- 
ties. 

Next  month:  conclusion:  Line  noise 
problems  and  more. 


The  pace  drops  off  somewhat 
throughout  the  album,  though,  and  the 
lyrics  seem  to  get  a bit  cheesy  now  and 
then.  "Life  is  a Lemon  and  I Want  My 
Money  Back"  is  an  attempt  by  Meat 
Loaf  to  glare  an  eye  of  cynicism  to- 
wards the  world,  but  I don't  buy  it.  "Ob- 
jects in  the  Rearview  Mirror  May 
Appear  Closer  That  They  Are"  is  an- 
other cheesy  tune  about,  hmm,  lets 
see,  ah  yes,  a romance.  But  I think  that 
Meat  Loaf  got  the  words  mixed  up  here, 
because  doesn’t  the  saying  go  'Objects 
in  the  mirror  are  closer  than  they  ap- 
pear1? And  he  repeated  it  so  many 
times  I wanted  to  throw  up. 

Oh  well,  there  are  two  more  tunes 
worth  mentioning.  "Everything  Louder 
than  Everything  Else"  and  "Lost  Boys 
and  Golden  Girls".  So  there's  a few 
good  tunes,  a few  good  riffs,  a bunch 
of  good  singing,  and  I give  Bat  out  of 
Hell  II  a thumbs  up. 


THIS  IS  AJOIKE! 

(Continued  from  page  8) 

In  fact,  if  all  goes  according  to  plan 
and  Chretien  and  the  Liberals  are 
elected,  he  will  sell  out  all  his  politics 
(cutting  a tidy  profit,  I must  add)  at  the 
earliest  possible  rate. 

3.  Audrey  McLaughlin: 

The  NDP  candidate.  'Nuff  said. 

4.  Preston  Manning  (A.K.A. 

"Presto") 

If  Preston  Manning  makes  it  to 
office,  Canada  is  in  for  a chaotic  four 
year  term.  After  he  finally  succeeds  in 
kicking  Kim  Campbell  out  of  24  Sus- 
sex (get  real...-ed),  his  concentration 
will  focus  on  changing  the  Canadian 
government  from  an  inefficient  sys- 
tem to  a really  inefficient  system  as 
quickly  as  possible.  Manning’s  poli- 
cies on  multiculturalism  desen/e  spe- 
cial attention.  However,  Mr.  Manning 
claims  that  "finally  Canada  has  a real 
choice."  I never  knew  that  he  supports 
the  Rhinoceros  Party. 

5.  Jean  Luc  Picard: 

Suave  and  debonair,  the  perenni- 
ally charming  Picard  would  be  a fan- 
tastic choice  for  Prime  Minister. 
Picard,  as  leader  of  our  country, 
would  solve  all  of  our  constitutional 
problems  by  summing  up  our  coun- 
try's aims  into  an  eloquent  "Prime  Di- 
rective." If  elected,  Picard  would 
make  a giant  step  forward  by  banning 
all  "Hair  Club  for  Men"  advertise- 
ments from  Candaian  airwaves.  Most 
importantly,  Picard  would  be  brilliant 
in  international  affairs.  With  the 
United  States  under  the  power  of  ’Bil- 
iary’ Clinton,  Picard  could  easily  slip 
in  and  bring  Canada  to  the  forefront 
of  world  politics.  But  best  of  all,  every 
annoying  problem  could  be  dealt  with 
in  an  hour,  two  hours  tops. 

Having  said  all  this,  where  does 
the  Engineer  stand?  In  true  Canadian 
fashion,.  I move  that  we  chair  a com- 
mittee to  consider  the  problem  of 
choosing  a proper  candidate.  Hope- 
fully, they  will  have  some  results  in 
four  years  or  so. 
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This  past  summer,  while  in  England,  I decided  to  trace  the  story  of  Lady  Godiva  to  its  root.  I took  the  train  to  Coventry  City  in  Wickhamshire  and  spent  the  day  there 
taking  pictures,  visiting  local  pubs,  researching  the  history  of  Godiva,  visiting  local  pubs,  and  following  Lady  Godiva’s  trail  through  the  streets  of  Coventry  (which 
surprisingly,  actuaUy  led  me  to  another  local  pub.)  While  I discovered  a great  deal  about  the  history  of  Lady  Godiva  and  came  to  some  personal  conclusions  regarding 
her  use  as  a symbol  of  engineering  in  Canada,  I have  attempted  to  present  only  the  facts  in  this  article,  and  not  include  any  of  my  personal  bias.  This,  then  is  the 
legacy  of  Godiva  of  Coventry: 

GODIVA’S  MYTH  UNCLAD 


sition  for  women.  It  is  also  important  to 
consider  the  political  message  inherent 
in  her  actions,  prompting  her  radical 
response  to  the  situation...  Her  reaction 
constitutes  an  active  decision  rather 
than  passivity. 


The  Statue  of  Lady  Godiva,  as  seen  on  display  in  Coventry  City 


As  winds  from  all  the  compass  shift 
and  blow, 

Mad  war  upon  each  other  for  an 
hour, 

Till  pity  won. 


by  Aviv  Gladman,  N¥  9T4 

The  legend  of  Godiva: 

The  story  of  Coventry’s  great  lady, 
Godiva,  has,  like  all  tales  that  have 
been  retold  through  the  ages,  changed 
with  the  telling.  The  truth  of  the  story  is 
a matter  of  debate  and  is  likely  to  re- 
main so  as  long  as  the  tale  continues  to 
be  told. 

As  it  has  come  down  to  us,  the  story 
tells  how  Godiva,  wife  of  Leofric,  the 
"grim"  Earl  of  Mercia  and  Lord  of 
Coventry,  repeatedly  pleaded  with  her 
husband  to  relieve  the  townspeople  of 
the  heavy  burden  of  taxes  he  had  put 
upon  them.  Weary  of  her  persistence, 
Leofric  said  he  would  grant  her  request 
if  she  would  ride  naked  on  a horse  from 
end  to  end  of  the  town.  So  great  was 
her  compassion  for  the  people  that 
Godiva  overcame  her  horror  of  the  sug- 
gestion. She  commanded  the  people 
to  remain  indoors  with  windows  and 
doors  barred  and,  loosening  her  long 
and  beautiful  hair  to  cover  her  as  a 
cloak,  stole  out  to  her  waiting  horse. 
With  eyes  downcast  she  rode  through 
the  silent  streets  unseen  by  the  people, 
who  had  obeyed  her  command.  One, 
called  Tom,  unable  to  resist  the  temp- 
tation to  peep  at  the  Countess,  un- 
barred his  window,  but  before  he  could 
satisfy  his  gaze  he  was  struck  blind. 
Her  ordeal  completed,  Godiva  returned 
joyfully  to  her  husband,  who,  amazed, 
fulfilled  his  promise  to  abolish  the  tax. 

Whatever  may  be  the  origin  of  this 
story,  the  people  of  Coventry  perpetu- 
ated her  memory  in  processions  held 
annually,  since  at  least  1678,  until  the 
end  of  the  last  century.  Since  then  they 
have  been  held  at  irregular  intervals, 
but  the  bronze  statue  of  Lady  Godiva  in 
the  centre  of  the  city  is  a permanent 
reminder  of  a very  great  lady. 

(Reprinted  from  a flyer  distributed  by 
the  City  of  Coventry  Tourist  Information 
Service). 

The  story  of  Lady  Godiva  was  not 
widely  known  until  it  was  captured  and 
embelished  by  Lord  Alfred  T ennyson  in 
his  poem,  "Godiva".  Tennyson  visited 
Coventry  City,  sifted  through  some  of 
the  city’s  records  of  Lady  Godiva,  and 
spiced  up  the  story  of  Godiva  by  adding 
in  such  details  as  Peeping  Tom  (who 
does  not  appear  in  the  legends  prior  to 
Tennyson’s  version).  The  words  of 
Tennyson's  poem  capture  the  essence 
of  the  story  of  Godiva  and  Tennyson’s 
own  view  of  her  actions.  To  Tennyson, 
Godiva’s  tale  is  one  of  self-sacrifice  and 
human  compassion: 

...  but  she 

Did  more,  and  underwent,  and 
overcame, 

The  woman  of  a Thousand  sum- 
mers back, 

Godiva,  wife  to  that  grim  Earl... 

...  she  took  the  tax  away 
And  built  herself  an  everlasting 
name. 


It  is  this  saintly  image  of  Lady 
Godiva  that  is  captured  in  the  art  and 
history  of  Coventry  City.  The  statue  of 
Godiva  in  the  centre  of  town  was 
erected  in  dedication  to  the  spirit  and 
courage  of  Lady  Godiva  and  is  en- 
graved with  the  words  that  epitomise 
her  story:  Self-Sacrifice. 

Godiva  as  a symbol  of  engineering: 

Very  little  information  exists  regard- 
ing the  history  of  Lady  Godiva  as  a 
symbol  of  engineering  in  Canada.  Ru- 
mour has  it  that  Godiva  was  actually  the 
symbol  of  the  British  artillery  troops  in 
WWII  and  the  symbol  was  adopted  by 
Canadian  artillerists  serving  with  these 
troops.  When  the  artillerists  returned 
home  (many  of  whom  returned  to  their 
engineering  studies,  which  had  been 
abandoned  during  the  war),  they 
brought  back  the  symbol  of  Godiva  with 
them.  Toike  research  into  this  story 
could  not  locate  anyone  who  had  any 
knowledge  of  Godiva  as  a symbol  of 
either  British  or  Canadian  troops  in  any 
war.  While  the  rumour  seems  to  have  a 
hint  of  truth  to  it,  there  is  no  historical 
evidence  to  indicate  that  it  actually  hap- 
pened. When  the  Lady  Godiva  Memo- 
rial Band  was  established  in  the  1 950s 
(sic)  it  is  rumoured  that  they  received  a 
telegram  from  the  Lord  Mayor  of 
Coventry  in  recognition  of  their  estab- 
lishing a band  in  honour  of  their  patron 
saint.  The  present  City  Council  of 
Coventry  has  no  record  of  such  a tele- 
gram and,  in  fact,  had  no  idea  that  Lady 
Godiva  was  used  as  a symbol  in  Can- 
ada: 


I was  quite  surprised  to  read  [your] 
letter,  partly  because  I had  not  pre- 
viously heard  of  any  connection  be- 
tween Godiva  and  engineering  but  also 
because  there  is  obviously  a serious 
misunderstanding  in  Canada  about  the 
true  nature  of  the  legend.  There  is  no 
sexual  suggestiveness  whatever  in  the 
original  story  and  it  is  quite  incorrect  to 
portray  Godiva  in  this  manner.  Early 
versions  lay  great  stress  on  her  saintli- 
ness and  chastity,  and  emphasise  that 
it  was  only  with  extreme  reluctance  that 
she  undertook  to  ride  naked  through 
the  town  after  her  sense  of  duty  to  its 
citizens  had  overcome  her  natural  mod- 
esty. As  Tennyson  put  it: 

So  left  alone,  the  passions  of  her 

mind, 


A herald  was  send  out  beforehand 
to  announce  the  ride  and,  far  from  vo- 
yeurism, the  townspeople  held  Godiva 
in  such  love  and  respect  that  all  except 
one  remained  in  his  house  throughout 
with  door  closed  and  curtains  drawn. 
As  for  portrayals  of  her  in  art  and  sculp- 
ture, these  traditionally  show  her  riding 
sidesaddle  with  very  long  tresses  of  fair 
hair  so  positioned  as  to  obscure  effec- 
tively the  private  parts.  Whether  the 
sidesaddle  position  itself  is  suggestive 
or  not  is  a matter  of  opinion,  and  I can 
only  point  out  that  H.M.  the  Queen  rode 
in  this  manner  at  the  Trooping  of  the 
Colour  ceremony  for  many  years, 
which  seems  to  me  to  imply  total  pro- 
priety.  


City  of  - - 

Coventry 

A Godiva  logo  has  been  adopted  as 
part  of  the  house  style  of  Coventry  City 
Council  and,  although  there  are  many 
committed  feminists  working  for  the 
Council  as  elected  members  and  staff, 
not  one  has  raised  any  serious  objec- 
tion to  its  use  to  the  best  of  my  knowl- 
edge. Provided  the  true  nature  of  the 
Godiva  story  is  made  more  widely 
known  in  Canada  I can  see  no  reason 
why  the  engineering  schools  should  not 
continue  to  use  the  symbol  with  com- 
plete confidence. 

A.J.  Mealey 
Coventry  City  Council 

The  Godiva  legend  inevitably  raises 
the  question  of  the  cultural  perspective 
of  the  audience;  twentieth-century  Ca- 
nadian society  holds  quite  different 
opinions  from  those  of  the  medieval 
English  society  Godiva  lived  in.  It  is 
essential  to  place  Lady  Godiva  in  the 
context  of  her  time  to  fully  comprehend 
her  actions.  During  that  period,  side 
saddle  was  the  conventional  riding  po- 


The reactions  of  twentieth-century 
minds  to  female  nudity  have  been 
shaped  by  a society  which  includes 
pornography  and  the  fetishism  of  the 
female  body  in  its  media  images  and 
reading  materials.  The  responsibility 
lies  with  the  author  or  artist  and  their 
audience  to  represent  Lady  Godiva 
with  dignity  and  without  titillation. 

C.A.  Spruce  (Ms.) 

Coventry  City  Council 

(These  comments  are  not  the  official 
views  of  Coventry  City  Council  but 
should  be  given  the  status  of  personal 
observations  by  two  information  profes- 
sionals concerned  with  the  history  of 
the  City  where  the  legend  originated). 

Regardless  of  the  historical  origin  of 
the  symbol,  it  is  certain  that  it  was  first 
used  at  the  University  of  Toronto  and 
spread  out  from  there  to  other  cam- 
puses in  Canada.  Some  of  the  more 
controversial  Godiva  related  events 
have  included  the  annual  Godiva  pro- 
cession during  Godiva  Week  (the  sec- 
ond week  of  the  Winter  semester),  and 
a sundry  of  graphic  pictures  of  Godiva 
in  various  engineering  publications. 
What  presently  remains  of  the  Godiva 
symbol  at  the  University  of  Toronto  is 
The  Engineering  Hymn  (also  referred  to 
as  Godiva's  Hymn),  and  the  Lady 
Godiva  Memorial  Band. 
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